Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 


LIMITED OFFICIAL USE 

PAGE 01 TOKYO 00059 040506Z 
ACTION SY-05 

INFO OCT-01 EUR- 1 2 EA-10 ISO-OO /028 W 

063637 040510Z/14 

R 040420Z IAN 78 
FM AMEMBASSY TOKYO 
TO SECSTATE WASHDC 4041 
INFO AMCONSUL FRANKFURT 
AMCONSUL HONG KONG 
AMEMBASSY ATHENS 


Message Text 


LIMITED OFFICIAL USE TOKYO 0059 

DEPT FOR A/SY/OPS/T; FRANKFURT FOR OIC/RTC; HONG KONG FOR 
OIC/RTC; ATHENS FOR TSO 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: WALK THROUGH METAL DETECTORS 

REF: STATE 252915 

1 . REFTEL CITED INTEX SENTRIE BRAND WALK-THROUGH METAL DETECTOR 
AS HAVING A LOW FALSE ALARM RATE IN FAA TESTS. ANY INFORMATION 
YOU COULD SUPPLY ON THIS DEVICE WOULD BE APPRECIATED. 

2. TSO HAS HEARD OF A WALK THROUGH METAL DETECTOR MANUFACTURED 
BY "DIVERS." THIS DEVICE IS BELIEVED TO BE OF MODULAR CON- 
STRUCTION AND CAN BE MOUNTED ON AN EXISTING WOODEN DOOR FRAME. 
ONE OF THESE UNITS WAS INSTALLED IN NICOSIA WITH REPORTEDLY 
GOOD RESULTS. THE UNIT IS BELIEVED TO HAVE BEEN PURCHASED 
THROUGH RTC FRANKFURT AND IS APPARENTLY OF EUROPEAN 
MANUFACTURE. WOULD APPRECIATE ANY INFORMATION ON THIS 
DEVICE. 
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